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| 1961 
LIST 
ARRIFLEX 16 
(All prices and specifications subject to change without notice) USER 
NUMBER DESCRIPTION NET 
NUMBER PRICE 
CAMERAS 
1A001 ARRIFLEX 16 with divisible finder system and provision for interchangeable ground 
glass, built-in buckle switch and Buckle Switch over-ride, and motor cable lock, 
battery cable, neck strap, oiler two lens cavity caps; test film taken with camera; 
guarantee & import certificate WITHOUT MOTOR, LENSES OR MATTE-BOX 1,745.00* 
*Reference prices only. Cameras are sold only with matte-box, customer's choice of motor(s), and 
customer's choice of lenses. : 
9A565 MATTE BOX, adjustable, with one stationary and one rotatable filter stage ............. 115.00 
MOTORS 
9A752 GOVERNOR CONTROLLED MOTOR for Arriflex 16 (24 FPS), 8V. DC. Also 
SNP ie ek eh he rn nerene eE AA E e weak 190.00 
9A753 VANE Sree NOTOR © V Te oe regis thrall e a la 140.00 
9A756 SYNCHRONOUS 42 V Motor for Arriflex 16 (24 FPS); for 110 V. 60 cycle AC; 
also available for 50 cycle AC). Complete with Power Supply iiinis 495.00 
Power Supply ONLY—Cat. No. 9A757—-$250.00) 
(Synchronous Motor ONLY. +:9A756a—$280.00) 
CASES 
Our Camera Cases are especially designed by the Arriflex factory for safe storage 
and transport of Arriflex cameras. The ouldide is covered with heavy gauge ham- 
mered aluminum, to reflect light and heat and to keep the inside cool. Cover 
closure has double channelling made of chrome plated steel to protect inside 
against dust and moisture. Locks and hardware are also plated. AE n rein- 
forced. Inside finished in soft red plush. Many partitions & fittings to hold camera 
and accessories safely. Insist on original Arriflex cases. 
7A400 Deluxe Compartment Case MODEL A for Arriflex 16 and matte box, lenses, filters, 
acóodibeoe Trek E Pc 8 cil eee he EA seabed a niaren 80.00 
7A401 Deluxe Compartment Case MODEL B for Arriflex. In addition to equipment listed 
under A Case, holds camera with attached 400ft. magazine, two 400ft. 16mm 
magazines, torque motor, shoulder pod, and other accessories. (Size: 24x16x8'⁄2”) 125.00 
LENSES 
Our lenses are made by the world's best optical firms, to Arri's strict optical and 
mechanical tolerances. Each lens is carefully bench-tested. Because all the costly 
precision which is incorporated into the Arriflex could be endangered by inferior 
optics or poor mounts, we must protect Arriflex quality by not selling cameras 
without lenses. 
In special cases where an exception may be made to this rule, we reserve the right 
to charge for each empty lens socket ..ieyuyiauiimyinn eisses 50.00 
G. Rodenstock—Munich Lenses: new "Rainbow" series with f/ and T stops; with 
follow-focus grips. 
3A103 TOA Er EAS I E cake csnp AE NOAE E A E EE 185.00 
3A104 EEE TT O RN ic AE A E N A 185.00 
3A105 o Bran, TA S E E E E E O E OT EE EN 185.00 
Schneider-Kreuznach Lenses with follow-focus grips and click stops: 
3A123 OES GAs A A E A- EADE e KE ee E AET L T 265.00 
3A111 Pe re NI EEIE E AEAEE N VANE OEL N seni VT EA AOE E ONEA 180.00 
3A113 BT ate ie IN S T E O E EEE ON 200.00 
3A114 EE EB SS DEGAS TES, AEE ITA T EEEN E NE ON SEAN 164.00 
3A120 ON pa leema SAA Ta TENE PEE S EIEN EAA EE AEA, E agate aones 240.00 
3A115 O M omre geo o a E SN AN N covered E A E 200.00 
3A116-C 75mm f/2 12.2 Cine Xenon n Ne rs IE E RREN ea 220.00 
3A118 10Gmm 1/2 Xenon {no follow-focus griph.......<i. ti.. i be 485.00 
Taylor-Hobson-Cooke Lenses with f/ and T stops, with follow-focus grips 
3A178 OOT Nod A Meal T pE O A E A T ORN VEA EI ESA, 399.00 
3A170 POORT Qa OS." EE ANNEE E E O AE A EE PEIEE ERN 386.00 
3A171 ge RES mo O MEDEA T E RAIET IE E EIE NEA A TEE A 368.00 
3A172 r D tak medo Nm a i cella a a 248.00 
3A173 ora Ee Re I A EN AA A navies AE 250.00 





USER 
CATALOG DESCRIPTION NET 
3A174 o E S Mem ENA, WE. ee Ea inca E ENA 357.00 
3A175 o Por T ON a E A E oxsedsdienupandcbitees 357.00 
3A176 o a ar a a e tnt AEE E A N 369.00 
3A177 ETRE ELLE TION E RE TE OT RTO 399.00 
Carl Zeiss (West German) Lenses with follow-focus grip & click stops 
3A140 Ea TER as A S et AI, cn Ce A P EEA A 190.00 
3A143 a baa lhe EE 225.00 
3A142 EU Or CUO RR I AEE E EAE EAA 340.00 
Tegea 
3A180 5.7mm Extreme Wide Angle f1.8 T2 Tegea lens with built-in filter slot for 2x2” 
NGS AEAN N E OLEI I ae SOREN? TOONAMI ENAA E E OY We EAS 576.00 
a at a lc nligiasne sig andiaiaiieseae 24.00 
Kilfitt-Munich Makro & Close-Focus 
3A128 40mm £/2.8 Kilfitt Makro-Kilar (focuses to 4”) oo. ccsssssssssssnsessesseesnesntsassssessntnnetntesstsntenseen 185.00 
3A122 90mm £/2.8 Kilfitt Makro-Kilar (focuses to 8”) complete with "Rezar" Arriflex 
REEDS EPO USER lp ORR RoBi SERS ORR RE SYS AIM Aa ee ON Dee 210.00 
Berthiot-PanCinor VARIFOCAL lenses with lens shade and filter holder : 
3A151 17.5mm to 70mm £/2.4 PanCinor Model 70 for Arriflex ...c.ccccsccccscsssssssssessssssssssssesnssesuenessen 260.00 
3A155 17.5mm to 85mm £/2 PanCinor Model 85 for Arriflex „0000n 399.00 
3A153 25mm to 100mm £/3.5 PanCinor Model 100 for Arriflex oiiicccccccssssssssscsusssessusssssesseeceeee 320.00 
3A152 38mm to 150mm £/3.8 PanCinor Model 150 for Arriflex i.ccccscsscsscsssssssccsssssssssnseseenee 1,395.00 
Angenieux Varifocal Lens 
3A154 17.5mm to 70mm £/2.2 Angenieux Model 70 for Arriflex oo...ccccccccssucssssssssssssnssusessuneen 399.00 
9A157 Electric Zoom Drive, forward & reverse for above ............ A EOE OR V PAL TORNOS P DN - 210.00 
3A156 35 to 140mm Angenieux, £/3.5 Model 140, for Arri-16 & Arri-35 0.0.00... 1,395.00 
Kilfitt-Munich TELEPHOTO Lenses | 
K2102 eg SS RE EDIE Ii Cone eee eee 164.50* 
K2103 CRETE RSM ecto ae ONE Re CEL CN tn Peedi Al 197.50* 
K2107 300mm f/4 PanTeleKilar with case (focuses to 5 ft. 9 in.) on ccccscsssssseussaneesssenessesieseeenen 449.50* 
K2106 A R T E i a GRADE AMR. E TALL MOL BN ACEO AE ER A ee AA 259.50* 
K2108 EN 9 I ee esses TE E A E tino cnncone 489.50* 
K2105 re ee re li E ANEA 599.50* 
Lenses marked * in price column also need an adapter: 
K2553 Arri Mount (code Kizar) for 150-300-400-600mm lenses 2. eesssssssssseesseesneneesneensense 17.50 
t Lens Cradle, Cat. No. 9A562 required 
K2577 Variable Extension Helical "Makro" Adapter Gives focusing range to extreme 
close-up with Kilfitt telephoto lens on the Arriflex ....ccecsccssemsmseneeneeenenetinnnennit 31.00 
LENS ACCESSORIES 
9A562 Adjustable Lens Cradle for 400mm or longer lenses, with adapter for Arriflex 16 268.00 
9A567 Adjustable Cradle for short heavy lenses, like PanCinor 150 oss 178.00 
9A563 Lon Gradio Adapter for PRE TOC 35 inisinia aanren 38.00 
9A560 Extension Tube for close-ups, for lenses in Arri mount „u... 18.00 
3A569 Front Lens Cap for Schneider lenses (specify lems) 0. .cescsssssssssssesessesuntnnnsennensnsen 1.50 
3A570 Front Lens Cap for Rodenstock lenses (specify lens) 0. ececcscssssesesnisistnsntstnesne 1.50 
3A572 Reor LUW Cap ta Tt Goel ANT hount ee ae 1.50 
3A571 I, NT RN E EON EA EEE EAR 2 E iced ore tee earenrcoe 2.00 
Close-up Lenses for Pan Cinor 
3A190 Yo Diopter Close-up lens for Pan Cimor 150 on eessssmsssnenenstemenetstnetnsnnesatsesanst 25.00 
3A191 | Diopter Close-up lens for Pan Cimor 150 ou ssssssnttnsmeeeistntntntenetninnenesnnss 25.00 
3A192 2 Diopter Close-up lens for Pam Cimor 150 aussirre anaana 25.00 
Microscope Connector 
Consists of Microscope Light Trap (Cat. +9800) Extension Tube set (K2571} 
re a N aa AA i 36.50 
FINDER ACCESSORIES 
9A204 Pena Pon ANO oaea aa A enaA AES A a annasan 298.00 
9A205 Foam Rubber Eye Cushion to fit over eyecup ......ussssssssssssssssevsssrisvrrsrrersurstnronrvrsonsnnst tsetse 3.00 
9A206 Auxiliary Target Finder for Arri-16 with Divisible Eyepiece, Serial 447501 to 8900 80.00 
9A209 Auxiliary Target Finder for Arriflex-16 with divisible eyepiece serial 448901 and 
RAT elie ik aay Untane ne a een eye TE did an tre A ih a 80.00 
FILM MAGAZINES AND ACCESSORIES 
9A300 400ft 16mm Film Magazine (requires Torque Motor Cat. No. 9A740) ou. ccccccssssse 150.00 
9A740 Torque Motor for 400ft 16mm magazine (only one motor needed per camera) ........ 180.00 
9A308 Core Adapter for Magazine (replacement) ....ccmssecssscseesstmeeneinnetistneneeinestetneneseneeie 6.00 
9A302 Camera Magazine-opening Cover (replacement) o...c-eccccscsssmssensmuenenneememettietnennessne 12.50 
7A421 Fiber Carrying Case for 3 400ft 16mm magazines and one Torque Motor .................. 39.75 
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DESCRIPTION NET 
NUMBER PRICE 
SOUND BLIMP 
4A310 SOUND BLIMP for Arriflex 16; complete with follow-focus system at side and back 
(for operator and assistant); quick-change camera mount; adjustable matte box 
with built-in holder for 3” sq. filters. roof prism optical finder system. Takes Arri- 
flex 16 camera with 400 ft. magazine and synchronous motor (requires Footage 
Counter listed below). Must be bought with 4A310C Case on cscesssmssesnesnesnesneenenee 1,840.00 
4A310C Fitted Wooden Shipping and storage case for Arriflex Sound Blimp (16) ................ 36.00 
9A756 Synchronous Motor Complete ne ee bikie AMR E A Rn 495.00 
9A902 Three-Digit Geared Footage Counter for use with synchronous motor in blimp 
nn teen Me, a CO ONL A ONE Le ORRIN ANS a 185.00 
9A315 Broad Light to clamp on front handle of Blimp... ccecssssssssmssmsnsnentistesnensistsennn 310.00 
44350 B. & S. Sound Barney for Arri-16 with 400’ Magazine 00.00.00... ccc ceecceeceteeneenedeneeees 99.50 
9A749 Mechanical phase shifting attachment for Arriflex-16 synchronous motor, for kine- 
scope recording applications. (The camera must be provided with a shutter 
opening equivalent to 1440: available on special order) ...............0.ccccceeseeeseeeeenees 156.00 
UNDERWATER BLIMP 
Presently not made by Arri. Names of manufacturers available on request. 
CONTROL SIGNAL SYSTEM 
9A775 Control Signal Generator, WITH ELECTRIC SLATE, complete, as original factory 
installation ONLY, additional to price of Camera...u..cscccsssssnssstsessunensnstnene Mey, 420.00 
9A776 Control Signal Generator ONLY (does not include electric slate which cannot be 
added: once camera 6 WORN IR ees 175.00 
installation of Signal Genbrator only i328 OE icc 130.00 
9A316 Inching attachment, for use with Arriflex-16 Governor Controlled motor and 
blimp (in connection with control signal synchronous recording systems) .............. 115.00 
ANIMATION AND TIME LAPSE EQUIPMENT 
9A904 Arri Single Frame Mechanism, with 4-digit frame counter with outlets (for remote 
controlled frame counter, flash contact and auxiliary shutter); interchangeable 
gears for various exposure times (works in conjunction with any Arriflex 16 motor) 470.00 
9A903 Special geared head for Arriflex-16 single frame mechanism (Stock #9A904) to 
provide double pulse operation for time exposures ...0.......... cece eeetteteteneeees 52.00 
9A907 Auxiliary Shutter for use with Single Frame Mechanism or Animation/Time Lapse 
Motor; caps lens automatically, attaches to matte box boom, for 8 V. DC current 168.00 
9A758F DOM Animation/Time Lapse Motor with built-in frame counter and flash synchro- 
RIMINI ARNEE SIATA sae idowsinnbesiivce E E E e G T E ema ies 8d 520.00 
9A908 Geared hand crank mechanism for manual drive of the Arriflex-16 (Useful for 
filming inanimate subject in extremely poor light) ...............cccssseseeeeeseeeeeeteteneeees 70.00 
INTERVALOMETERS for use with Arri or DOM animation/time lapse units. Master 
control to operate camera, lights, auxiliary shutter at predetermined intervals 
9A801 Master Intervalometer; with Interval Timer to provide frame intervals of l, 2, 4 
sec. and 6 sec. to 25 minutes, and with Exposure Timer to provide time exposure 
from | to 10 sec.: built-in, controlled 8 volt, DC power supply. (Requires single 
frame motor modified for double pulse operation: one pulse to open camera 
shutter—one pulse to close camera shutter.) ...........:cccescsesseesesesesesnenenessseseeneenennens 710.00 
9A802 Intervalometer; same as unit above with Interval Timer and Exposure Timer, but 
LESS DC supply and control mirin hols a ots, Satie, abide ed ees ne 640.00 
9A803 Intervalometer—same as Cat. +:9A801I with Interval Timer and controlled DC 
supply, but LESS Exposure Timer. (Requires single frame motor to operate com- 
plete cycle on single pulse): ii.s::.cs..sssnneescastsisccanccecumyssotonoererencsen les soersesnapenenanrensorees 590.00 
9A804 Intervalometer—similar to Cat. +£9A801 but with Interval Timer only—LESS 
Exposure Timer and LESS DC power supply and control ..............cccsesesseeeeenteees 425.00 
Intervalometers may be supplied with Interval Timer giving frame intervals of 1, 2, 4 sec. and 
12 sec. to 50 minutes. Must be specified. 
Intervalometers Stock ++9A80I and 9A802 may be supplied with Exposure Timer to give time 
exposures from 1—30 sec. Add $10.00. Must be specified. 
Longer frame intervals and exposure time available on special order and at additional cost. 
Please write. 
BATTERIES, POWER SUPPLIES AND CHARGERS 
5A700 Portable Wet Cell Lead Acid Battery, 8V 6AH. With foam-rubber-lined case, 
shoulder strap and filling syringe. Shipped filled and charged, unless specifically 
ardid A a REIL aa eakad akr aneen 50.00 
5A706 VOLTABLOC Battery #+7V0O4-D and Mini-Charger, combined. Battery: Improved 
nickel-cadmium, alkaline, 8 V. 5AH. Charger: Built-in special miniaturized type. 
Complete with case and shoulder strap „suu HAS se ee Bete E EA 148.00 
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"ARRI" and "ARRIFLEX" are trade marks registered with U. S. Patent Office and 
recorded with U. S. Customs at all ports of entry to prevent unauthorized importation. 
All prices f.o.b. New York. Shipping charges additional. 
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eA DESCRIPTION NET 
5A707 oa aie Battery #12VO-4-D and Mini-Charger combined. With selector 
switch: 
8V. 10 AH for use with Arriflex 16 
LONG RAFI Tor uoa EM PRINT ec cescscnnrstannncssnrears d cea cbncanaylcscbunicienSbdanalloninthdiarsei 225.00 
5A712 Portable Dry Cell Battery Pack: two 9 V. Eveready ety batteries in fibre carry- 
ing case, with plug for Arriflex power cable. Wired to give 9 V. in parallel for 
Arnar 16, 18 sith, soriesifor Arilar 35 inienn riea 48.00 
5A713 Eveready #716 (9 V.) battery for Dry Cell Pack 0.0.0... cccccssssussssussustnunesntsnssatsessenseetie 7.10 
9A730 Combination Power Supply/Battery Pree, May be used as power supply from 
regular 110 V. 60 cycle AC power line direct to camera (output 1-20 V. DC) or 
as charger for Arri 16 8 V. or Arri 35 16 V. lead acid batteries. With built-in 
ampere meter (I-5 amps). Do not use with Voltabloc Batteries... ccsosssssusesseuseseen 94.00 
5A720 Trickle Charger for 8 V. battery 4£5A700 for 110 Vi AC onnccccecsnssetneeerneenesneneetnen 25.00 
5A724 Miniaturized charger for use with VOLTABLOC batteries without built-in mini- 
(Sie eee IRA at i Sell naan et Pa Route cies SI CAR RD UO wee nO oa A 35.00 
POWER CABLES 
9A760 6 ft. Power Cable for Arriflex 16 (standard) replacement 00.0......csccsscsosssssnseeneenesneeeens 5.00 
9A762 IS Fae Power CIO Tor AME ee a aaarnas 8.00 
TRIPODS, SHOULDER PODS, ETC. 
6A600 Arri Model 16 Tripod, complete with hemispherical joint and pan-head .................... 165.00 
6A603 Arri 16 "Shorty" Tripod for use with hemispherical joint and pan-head of Arriflex 
FRE RES SS SREP Ae Ue tere Ae De E ee ce 84.00 
6A604 Gyro Head to fit Arriflex 16 tripods 4£6A600 and 6A603 ono essssesssssisesesiseeesnsese 475.00 
64620 eg ME Re ee ee cone a a 32.00 
9A621 Arri Pistol Grip for Arriflex 16 camera, with trigger for internal release of shutter 28.00 
6A605 A E ES OE LOL OLE LOE LES EN TO OLR OE 90.00 
6A606 PO i tices tina shang seems be tis hen Daryn E A 95.00 
CASES FOR TRIPODS ETC. 
6A601 Leather Boot & Cap for Arriflex 16 Tripod and Pan-Head essences 42.00 
6A431 Fibre Carrying Case for Arriflex 16 Ls ain Sy ate 9 a Te 25.00 
6A432 Fibre Carrying Case for Arriflex 16 “Shorty” and Pan-Head oo ccssneuemnneneen 20.00 
FILTERS AND LENS ATTACHMENTS 
Filters for Black and White Films: Dyed in the mass optical glass filters, opti- 
cally flat, precision ground, rectangular to slide into matte box. 
8A500 noe a aes a PEE a la AA A A A 13.50 
8A501 NRE ESS SARE N ESN I TII A EEA RAA A E E 13.50 
8A502 a ANAE EENE PA REE E OD sha ANER AAEE A 13.50 
8A507 T RERO E TS EE TE E eade A T AE SA A A ARAS AR AA 13.50 
8A504 Ginduatud tod to yoRow Aher iiL raa oh CO he 42.00 
Filters for Color Film: Round Wratten-type filters in rectangular metal frame 
to fit matte box 
8A503 UV Filter, round, screws into rear of matte box ..............11111911911101s1reiisrorisonoreooesnrsrennrnnsnonrnennineninns 27.50 
8A526 No. 1-A (Skylight) reduces bluish haze and gives warmer effect in open shade or 
a a A E s EE EEI AT A ES OE AONE A 17.50 
8A525 = 85—converts Type A Kodachrome or Tungsten Anscochrome for use in day- 
Ga ee EA ER LORE = ANT E S EEE VEN E A AE EN N EEE T AE AE OEE A 17.50 
Other color filters are available on special order. 
| Polarizing Filters 
8A505 gL | aL ROR Mn rae eae BENE ALF eh ek ee ee ee e 32.00 
8A506 Polarizing Filter, round, screws into rear of Matte box usss 28.00 
Filter Holders 
8A555 Filter Holder, rectangular, to fit matte box. Holds both 2x2” glass or gelatine 
renee PE PIE FN Oe ae 15.00 
-8A551 Extra frame for 2x2” gelatine filters (fits Cat. No. 8A555) oo ccsssssessessesnseunsenee 2.80 
 8A556 Filter Holder Kit, consists of filter holder Cat. No. 8A555, 5 filter frame 4¢8A551; 
comipléte willi TEEPE loathèr cato Losin ps ncstelenceoeisnenncteieavernecreengne 33.50 


826 North. Cole Avenue, Hollywood 38, Calif. 


